FIRST  LUTHERAN  CHURCH,  12th  Ave.  at 
14th  St. ,  Altoona,  Pa.  Organized  in  1805 
Present  Church  Building  erected  in  1896. 


Photo  by  Sheldon  L .  Bums 


ft 


PLACE 
STAMP 
HERE 


I 


POST  CAE 


I 


U7338 


